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11 a.m. to 5 p.m. Visitors, by previous arrangement with
the lady superintendent, are cordially welcomed.

A few yards farther up the road is the KRISHNA-
RAJENDRA HOSPITAL, built in 1876, and rebuilt in 1918 at
a cost of about Rs. 5,00,000. It has accommodation for
150 in-patients, a large staff of doctors, specialists and
probationers, and of nurses. A new out-patient depart-
ment, a particularly well-planned and elegant building,
was opened in 1929. Near the hospital are rising the
fine new buildings intended to house the Medical College
and the Ayurvedic Medical School.

CHAMARAJENDRA TECHNICAL INSTITUTE
Just across the road stands the Chamarajendra
Technical Institute, begun in 1892 in Nazarabad. In ten
years' time it had expanded so greatly that the present
building, erected to the memory of the late Maharaja, H.H.
Sir Sri ChSmarajendra Wadiyar Bahadur, G.C.S.L, was
begun. The foundation stone was laid by H.M. King
George (when Prince of Wales), in 1906, and the building
was fijiished in 1913, at a cost of nearly two and a half
lakhs.

Many arts and crafts are encouraged and taught here.
Experiments are made in materials and in appliances, and
lately, under new management, a very high standard of
excellence has been reached. This is especially praise-
worthy, as the main object of the institute is educational,
and almost all the articles turned out (the annual value is
little short of Rs. 24,000) are the work of students, of
whom about 320 are in training.

The authorities aim at both a wide and a specialized
education. Besides the art classes for drawing, painting,
designing and modelling, and for many handicrafts (as